[AL SCALPEL 


Common Uses Include: making incisions, excising foreign bodies, etc. 
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This is the tool you will probably use most often, specifically at 
the beginning of any operation to make anincision. When the 
guideline appears, press the A or B Button and slide the Wii 
Remote along the line. When you wish to lift the scalpel and stop 
cutting, release the button. You must be careful at all times while 
using a scalpel; the patient's vitals will drop significantly if you cut 
inan unrelated area. 
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BANDAGES 


[Common Uses Include: dressing incisions. 


After suturing anincision, you need to bandage it up before you 
can end the procedure. Select the bandages from the left and 
point to your starting area with the Wii Remote, then press and 
hold down the A or B Button while sliding the Wii Remote over 
the incision. Make sure you apply the bandage over the entire 
incision, being careful not to use too little or too much tape. 
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|Z] FORCEPS 


Common Uses Include: removal of foreign objects, reconnecting veins, etc. 
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Point at the object you wish to 
lift with the Wii Remote, then 
press and hold both the 

A and B Buttons simultaneously. 
With the buttons held, slide the 
Wii Remote to the tray which 
appears on the right side of the 
screen (if the object is lodged in 
the patient's body, you will need 
to first slide it out in the 
Opposite direction of its entry). 
If you release the forceps while 
they are holding an object, it will 
be dropped back into the patient, 
which will count as a MISS. 


Common Uses Include: delivers a shock to the patient to stop | 
ventricular fibrillation. 


If a patient's heart stops, you will need to restart it by sending an electric pulse through his or 
her body. Your assistant should prepare the paddles for you. Once you have them in hand, move 
the Wii Remote and Nunchuk forward to place the paddles against the patient's chest. Watch 
the voltage meter, and when it reaches the appropriate level (helpfully indicated in green) 
press the Z and B Buttons simultaneously to activate the charge. 


VOLTAGE METER 
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LIGHT SOURCES. 


As part of Caduceus, you may be asked to operate in less than ideal conditions while in the 
field. Most surgical facilities feature ample lighting, but in the event of adverse conditions, you 
may need to find and operate a light source on your own. Select the light and point the Wii 
Remote to the area you need illuminated. You can lock the light in that position by either 
pressing the A or B Button, or selecting anew tool. To change the light’s position, simply 
select it and press the A or B Button to grab it again. 
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